Chambers, Liz 


From: Garman, Joe 

Sent: Wednesday, November 05, 1997 9:21 AM 

To: Whidby, Jerry 

Cc: Podraza, Ken; Chambers, Liz; Cadicutt, Charlene; Lightner, Judith; OSBORN El, Kevin 

Subject: Information on Filtrona FDT232 Ventilation Testing Instrument 


We received a Fax from Chris Crawly of Filtrona yesterday, I followed it up with a telephone conversation with Chris 
this morning. The FDT232 (or FDT 100 without computer port) is a specific model manufactured only within the last 
year. Tho Fax included a sales brochure for this instrument, (the brochure only became available mid 1997). Philip 
Morris (Stockton Street and Louisville) has been the only purchaser of the FDT unit. Chris has no idea how 
Massachusetts would have come to reference this unit. The model used within PTL is "PDI/DDI." 

Within his response he says, ''All of the ventilation instruments provided by Filtrona (and Fidus) measure ventilation 
in similarly. We take great care to make sure our instrumentation is correct and correlates well with other 
ventilation products, both of the same type and model and other similar instruments. The technique to measure 
ventilation is fairly simple and well understood, so although there can be component differences you will find 
correctly functioning and maintained ventilation instruments will give similar results within their specification 
tolerances." 

I will bring copies of his response to Friday's meeting. 

Joe 
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Source: https://www.industrydocuments.ucsf.edu/docs/qffl0001 



